.4*' 


CLASS! 1 1 CATION 


r ' IJ 0T1 l.T COKF iBErJT!!ASi 


Approved ggNE^ifeTmHS®^: OMWraP82-OO45RB0OWOeMO|)O6-8 

ii 


CD NO. 


25X1A 


COUNTRY Austria/tJSGR 


DATE DiSTR. 15 3SP 50 


V 


SUBJECT 


PLACE 

ACQUIRED 

DATE OF 
INFO. 


Inoimt of Crude Oil Pumped from Soviet 
Oil Administration Fields during July 1950 
25X1 C 


25X1X 


NO* OF PAGES 1 
NO. OF ENCLS. 

(LISTED BELOW) 


SUPPLEMENT TO 
REPORT NO. 


25X1 A 


Tha following figures represent the average amount of crude oil pumped 
daily from SKV fields during the month of July 1950* and do not indicate 
actual well production* 


SUV Field 

Muehlberg 
Mat zen 
IT AG 
DKA/I 
D M/ll 
Ade rklaa 

KoPoGo 

Van Sickle Oil Co* 

Rohocl A*G P 

Total Output 


Number of JTons_ of C ru de 
Oil De liv ere d~ TSily 

1,000 

1,800 

135 

310 

260 

250 

165 

170 


h -4?0 


CONFIDENTIAL 

CLASSIFICATION - M B» 

This document is hereby regraded to 
CONFIDENTIAL in accordance with the 
letter of 16 October 1978 from the 
Director of Central Intelligence to the 
Archivist of the United States. 

Next Review Date; 2008 


| JTATE # 

x 

NAVY 

X 

NSR8 


DISTRIBUTION 


□ 


□ 

■ 

— 

army § 

2y 

AIR 


FBI 



mm 3xl_ zn 


b 


= 




i 



25X1 






